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05542-1 CABLE GUARD 
B 
Nores: 
Т) MATERIAL: BLACK UHMW TIVAR 1000 VIRGIN MATERIAL SHEET 
REF DART SPEC MUHMW (BLACK) DART AEROSPACE USA, INC. |, 
2) PNET RORE Q EUGENE, OR ' 
3) TOLERANCES: PER DART QSI 018 UNLESS OTHERWISE NOTED ТТ 
4) UNITS: INCHES UNLESS OTHERWISE NOTED DELE кык > |СНЕСКЕО | МО [DRAWING NO. REV. A 
5) BREAK SHARP EDGES: 0.005 TO 0.010 MAX DELEASE © D5542 | SHEET 1 ОҒ 2 
б) IDENTIFICATION: IDENTIFY WITH P/N AND B/N PER QSI 044 6.3 0.010 - 0.012 DP WITH A MINIMUM 0.010 RAD Т л | Y TE Е 
7 : 1.67 Ibs ! -11- Q S 
8) ENGRAVE "DART" LOGO AS SHOWN 0.010 - 0.012 DP WITH A MINIMUM 0.010 RAD 17 4 3 2. А | CABLE GUARD NTS 
9) ENGRAVE "NO STEP" AS SHOWN 0.010 - 0.012 DP WITH A MINIMUM 0.010 RAD 6/43-1 < [БАТЕ 17.07.18 тмегооле COPYRIGHT © 2017 БҮ DART AEROSPACE USA, INC. п 
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WRITTEN PERMISSION FROM DART AEROSPACE USA, INC. 
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